
Seven thousand and 


Bowie Consulting 


$50,000+ Needs Two Signatures 


MEMO 


CASH ONLY IF ALL CheckLock ™ SECURITY FEATURES LISTED ON BACK INDICATE NO TAMPERING OR COPYING 


Democratic Party of Virginia 

919 East Main Street, Suite 2050 
Richmond, VA 23218 


Amalgamated Bank 
STATE ACCOUNT 

1-337/260 


2208 


£gHS 

PAY TO THE 




order of Bowie Consulting 


04/13/2016 


$ **7,000.00 

DOLLARS 


2208 


04/13/2016 Bowie Consulting 


Date 

Type 

Reference 

Original Amount 

Balance Due 

04/12/2016 

Bill 


7,000.00 

7,000.00 




Check Amount 


Payment 

7,000.00 

7,000.00 


DPVA Non Federal 7,000.00 

2208 


04/13/2016 Bowie Consulting 
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